Massachusetts Bay 


. . G 
RANKLIN LINE Effective Nov r 21, 2016 Trains shaded in blue WILL NOT OPERATE when - . Keolys 
the Commuter Rail is operating at a BLUE LEVEL Transportation Authority 
Monday to Friday Saturday & Sunday 
Inbound to Boston AM PM Inbound to Boston AM PM 
ZONE STATION TRAIN # 702 710 712 714 716 718 720 744 722 746 724 726 728 730 732 saturpayTraIN# 1702 1704 1706 | 1708 1710 1712 1714 1716 1718 
Bikes Allowed b& a) b> & bb & b® & bb & b& b> Cn) bb ZONE STATION SUNDAY TRAIN # i ais 2706 | 2708 2710 2712 2714 2716 2718 
6 Forge Park/Route 495 & 6:05 6:35 7:08 9:22 | 10:55 fem 1:35 257. 4:01 - 5:03 - 7:05 7:43 9:01 10:25 | 11:46 Bikes Allowed & & as é& b& Bs & fe é& 
6 Franklin/Dean College 6:12 6:42 No) 9:29 11:02 | 12:27 1:42 3:04 4:08 - 5:10 - 7:24 7:50 9:08 10:32 1:53 
6 Forge Park/Route 495 & 6:35 | 8:35 10:40]12:40 2:35 | 4:35 6:35 8:35 10:35 
5 Norfolk & 6:19 6:49 7:22 9:36 11:09 | 12:34 1:49 3:11 4:15 - 5:17 - 7:31 7:57 9:15 10:39 | 12:00 
6 Franklin/Dean College 6:42 8:42 10:47] 12:47) 2:42 4:42 6:42 8:42 10:42 
4 Walpole 6:26 6:56 7:30 9:43, 11:16 | 12:41 1:56 3:26 4:30 = 5:31 6:08 7:38 8:04 9:22 10:46 12:07 
4. Pliniptonvilte . =a = 7 e = = 7 _ _ 7 7 _ _ 2 = 5 Norfolk & 6:49 8:49 10:54] 12:54 2:49 4:49 6:49 8:49 10:49 
4 Windsor Gardens 6:30 7:01 7:34 9:47 11:20 [zoe 62:01 Szil - - - £6:11 = = = = = 4 Walpole S559 /°S:56N) 1-01) 1:01) 22:56) 54:56) |96:555 98:55) | 10:55) 
3 Norwood Central & 6:35 7:06 7:39 9:51 11:24 | 12:49 2:05 3:35 4:37 5:05 5:38 6:15 7:45 8:11 9:29 | 10:53 | f12:14 4 Windsor Gardens 6:59 9:00 11:06} 1:06 3:01 | 5:01 6:59 8:59 10:59 
3 Norwood Depot & 6:38 7:09 = 9:53 11:26 | 12:51 2:07 3:37 4:39 = = (eilz/ 7:47 8:13 9:31 10:55 | f 12:16 3 Norwood Central & | 7:03 | 9:05 | 11:10] 1:10 | 3:05 | 5:05 | 7:03 | 9:03 | 11:03 
3. Islington Sam 7:13 | - 9:56 | 14:29] 1254 2:10 340 442 = - | 620 7:50 | 8:16 | 9:34 | 10:57 | f12:18 3 Norwood Depot & 7:05 9:07 11:12| 1:12 3:07 5:07 7:05 9:05 11:05 
2 Dedham Corp. Center 6 6:45 TAS 7:45 9:59 | 11:31 em 82:12 3:42 4:45 - 5:43 6:22 2) 8:18 9:36 | 11:00 | f12:21 3. Islington 7:08 9:10 11:16] 1:16 3:11 5:11 7:08 9:08 11:08 
2 Endicott 6:48 7:20 - 10:02 | 11:34 | 12559 2:15 - 4:50 - 5:47 6:25 7:55 8:21 9:39 11:03 | f 12:24 
2 Dedham Corp.Center 6 7:10 9:12 11:19] 1:19 3:14 5:14 7:10 9:10 | 11:10 
2 Readville & 6:53 n25) = 10:06 11:38 1:03 CES IS) - = - 5:50 VIA - 8:25 9:43 11:07 | 12:28 Bri 
2 Endicott veil aS) ide) | eT 1 Bil 7A Bil Wed 
1 Hyde Park oe - - - - - - - - - - - FAIR- - - - - - ©) RBS SUS || SHS SH EoIS 3 
4A Ruggles & | MOUNT L7:03 L7:35 L8:00 L8:44 L8:59|L1016, . = Pa r. 2 — |MOUNT L8:07 18:35 L953) — x 2 Recavile & 7:16 | 9:18 14:24) 1:24 | 3:19 | 5:19 7:16 | 9:16 | 11:16 
4A Back Bay ®] LINE L6:24|L7:07 17:39 18:04 L8:20 L8:48 | L9:03]L 10:20 1 11:49] L144 12:30) 14:02 L510 |L5:25 L611 LINE L811 | 18:39 L9:57 | L 11:19 /L 12:39 1A Ruggles 6 17:26 L 9:28 L 11:34) L 1:34 L 3:29 L 5:29 L 7:26 L 9:26 L 11:26 
1A South Station &| 6:09 6:30 7:13 7:45 8:10 8:26 8:54 9:09 10:25 11:54 ue} 2:35 4:07 5:15 5:30 6:16 7:00 8:16 8:44 10:02 11:24 12:44 1A Back Bay & L7:30)L 9:33 L 11:38) L 1:38 |L 3:33 L 5:33 L 7:30 L 9:30 L 11:30 
Trains in purple box indicate peak period trains, 1A South Station e723) 169:380) 11-45) :4 30163-3850 :388)07:35ee9:35niie35 
Trains 1702 and 1704 are Saturday only trains and will not operate on Sunday. 
Monday to Friday Saturday & Sunday 
Outbound from Boston AM Outbound from Boston AM PM 
ZONE STATION TRAIN # 701 741 703 705 707 709 71 727 729 731 saturpay TRAIN# 1703 1705 1707 | 1709 1711 1713 1715 1717 1719 
SSS fate & Boe © | By sc | Gd) eg || ee ZONE STATION sunoayrrame — SAT SAT 9707/2709 2711 2713 2715 2717 2719 
1A South Station & 3:50 6:45 8:04 9:40 11:00 | 12:20 | 1:35 9:00 10:30 11:50 Bikes Allowed & & & & & & & & & 
1A Back Bay & - 650 8:09 9:45 11:05] 12:25 1:40 9:05) 10:35) |/11:55 : 
1A South Station & 7:20 9:20 11:20] 1:20 | 3:20 5:20 | 7:20 9:20 11:20 
1A Ruggles 6 - - 8:13 - 11:08 | 12:28 1:44 9:08 10:38 11:58 
1 Hyde Park a rs oa z x is = z #2 10:46 = 1A Back Bay eer -255)69:2 5.) e1:25)| esa les:25)eb:2b 87:2 58912501: 25) 
2 Readville b = 7:01 ee 9:56 _ 12:38 1:53 9:18 10:50 12:08 1A Ruggles & 7:28 | 9:28 11:28] 1:28 3:28 | 5:28 7:28 9:28 11:28 
2 Endicott = £7:04 S. 9:59 11:19 | 12:41 1:57 9:21 10:53 12:11 2 Readville &| 7:38 | 9:38 | 11:38] 1:38 | 3:38 | 5:38 | 7:38 | 9:38 | 11:38 
2 Dedham Corp. Center 6 - £7:07 8:26 10:02 11:22 | 12:44 1:59 9:24 10:56 12:14 2 Endicott 7:41 | 9:41 11:41] 1:41 | 3:41 | 5:41 | 7:41 9:41 11:41 
3 Islington = #710 =£8:29 10:05 11:25 | 12:47 | 2:02 9:27 | 10:59 | 12:17 2 Dedham Corp. Center & 7:44 9:44 11:44] 1:45 3:45 5:45 7:44 9:44 11:44 
3 Norwood Depot 6 - #7413 88:32 | 10:08 | 11:28} 12:50 | 2:05 9:30 11:02 12:20 3 Islington 7:46 9:46 11:46] 1:47 | 3:47 | 5:47 7:46 9:46 11:46 
3 ti fi 2 e 2 5 5 a Qs 
Norwood Central &| L412 Gee 8:35 | 10:11 Bim 12:53) 2:08 erek} | ik@> || 22) 3 Norwood Depot & 7:49 9:49 11:49] 1:50 3:50 5:50 7:49 9:49 11:49 
4 Windsor Gardens - t796 8:39 | 10:15 MaesSe] 12:57 | 2:12 9:37, 11:08 | 12:26 
3 Norwood Central &| 7:51 | 9:51 | 11:51] 1:53 | 3:53 | 5:53 | 7:52 | 9:51 | 11:51 
4 Plimptonville - - = - = = = = Ss = 
4 Wi z r 4 8 i 4 i ' 4 
4 Walpole Lass | 723 243 | 10:19 Wage 4:04 246 9:42 11:12 12:31 Windsor Gardens TASKS | eesisy |S) esd || bee || Issacs || (7aeicy | eRaysy | alii) 
5 Norfolk ‘, 2 _ 8:49 10:25 11:45 1:07 2:22 9:49 1119 12:38 4 Walpole 7:59 | 9:59 | 11:59] 2:03 | 4:03 | 6:03 | 8:01 | 9:59 | 11:59 
6 Franklin/Dean College 4:30 - 8:56 | 10:32 14:52] 1:14 | 2:29 9:56 11:26 12:45 5 Norfolk & 8:05 10:05 12:05) 2:10 4:10 6:10 8:07 10:05 12:05 
6 Forge Park/Route 495 4% 4:40 = 9:04 10:40 12:00 22) 2:37 10:04 | 11:34 | 12:53 6 Franklin/Dean College 8:12 | 10:12 12:12] 2:17 | 4:17 | 6:17 | 8:15 10:12) 12:12 
‘Teale tripurple Goxindicaty peakineriod tales 6 Forge Park/Route 495 § 8:19 10:19 12:19] 2:24 4:24 6:24 8:22 10:19 12:19 


LASLLZLLGSM 


may change in the event 


Aan PLEASE NOTE: Schedules 
‘“* of severe weather 


PURPLE ORANGE 


Throughout the winter, the MBTA and Keolis will 


closely monitor weather forecasts to determine if ‘Trains willoperate ~~ Moderate changes Major changesto —_—_—No passenger 
conditions necessitate any change inschedule for = oN anormal totrainschedule. _train schedule. service on the 
the Commuter Rail. schedule. Shaded trains Schedules will be Commuter Rail. 
WILL NOT operate. available in Boston 
During this time, colors will be used to communicate stations, at MBTA.com 
the system’s service level and impact on passengers. and via Twitter 
The color for the next day will be announced by @MBTA_CR. 
mid-afternoon the day prior. 
Call MBTA Customer Make your train on time. 
oe Service at Stay connected with o> Download the official MBTA 
‘ Commuter Rail mobile app. 
617-222-3200. us on Twitter. Get schedule info, train progress, 


and alerts easily and conveniently. 


Keep in Mind: Trains 1703 and 1705 are Saturday only trains and will not operate on Sunday. 


This schedule will be effective from November 21, 2016, and will replace the schedule of May 23, 2016. 

Presidents’ Day and 4th of July operate on a Saturday service schedule. 

New Year’s Day, Memorial Day, Labor Day, Thanksgiving Day, and Christmas Day operate on a Sunday service schedule. 
For all other holiday schedules, please check MBTA.com or call 617-222-3200. 


Times in purple with “f” indicate a flag stop: Passengers must tell the conductor that they wish to leave. 
Passengers waiting to board must be visible on the platform for the train to stop. 


Times in blue indicate an early departure (L stop): The train may leave ahead of schedule at these stops. 
&® Bikes: Bicycles are allowed on trains with the bicycle symbol shown below the train number. 


VIA FAIRMOUNT LINE: Operates via the Fairmount Line between Readville and South Station. See the Fairmount Line 
schedule for all stops. 


For additional service to Readville Station, refer to the Fairmount Line schedule for particular trains. 
For additional service to Ruggles Station, refer to the Providence and Needham Line schedules for particular trains. 


For additional service to Hyde Park Station, refer to the Providence Line schedule for particular trains. 


